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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 091278 

13 

ORIGIN CG-00 

INFO OCT-01 10-14 ISO-OO EB-11 OTPE-OO FCC-03 DOTE-OO 

DODE-OO FAA-00 RSC-01 /030 R 

DRAFTED BY USCG:REFENTON:SP 
APPROVED BY EB/TD:TENELSON 
EB/TD - MAJOR CARBERY 
OTP - MR. HATLEY 
FCC - MR. FISHER 

025660 

R 031924Z MAY 74 
FM SECSTATE WASHDC 
TO USMISSION GENEVA 

UNCLAS STATE 091278 

E.O. 11652: N/A 
TAGS: ETEL, ITU 

SUBJECT: USE OF 123.1 MHZ BY FOREIGN COUNTRIES. 

REF: A) GENEVA 2608; B) STATE 88985 

1 . ICAO ANNEX 6 REQUIRES 121.5 MHZ GUARD FOR "LONG 
OVER WATER FLIGHTS". CRITERIA FOLLOW: A) FOR 
INTERNATIONAL COMMERCIAL AIR TRANSPORT - OVER 400 NM 
FROM LAND SUITABLE FOR EMERGENCY LANDING; B) FOR 
INTERNATIONAL GENERAL AVIATION - SINGLE ENGINE 

100 NM, MULTI-ENGINE 200 NM FROM LAND SUITABLE FOR 
EMERGENCY LANDING. 

2. FROM USN: MOST IF NOT ALL NATO NAVAL VESSELS 
FITTED FOR VHF AM. RUSH 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AIR SAFETY, AVIATION REGULATIONS, RADIO FREQUENCIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 MAY 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE091278 

Document Source: CORE 

Document Unique ID: 00 

Drafter: REFENTON:SP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 07-0884 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740575/aaaacplt.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN CG 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A) GENEVA 2608: B) STATE 88985 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 OCT 2002 by MorefiRH>; APPROVED <03 JAN 2003 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USE OF 123.1 MHZ BY FOREIGN COUNTRIES. 

TAGS: ETEL, ICAO, ITU 
To: GENEVA 
Type: TE 
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